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MEMORANDUM FOR: OC Equipment Board Members 

FROM : | 

Secretary, OC Equipment Board 
SUBJECT : OC Equipment Board Meeting No. 2-76 


1. Meeting No. 2-76 of the OC Equipment Board will 

be held on 13 July 1976 at 1000 hours in the D/CO Conference 
Room. 

2. The meeting agenda consists of the following: 

a. A status report on the KG- 84 cryptographic 
equipment, including a review of NSA proposed 
changes in the initial production models. OC-CS 

b. A briefing on the commercially developed, 

NBS sanctioned DES privacy system (Data Encryption 
jgystejft) and its utility for OC. OC-CS 

SUuJ : , 


STAT 


Distribution : 

1 - DD/qo 

1 - C/OC-O 

1 - C/OC-E 

1 - C/OC-S 

1 - C/OC-CS 

1 - C/OC-P§B 

1 - Board Secretary 


Approved For Release 2003/05/14 : CIA-RDP79-01578A000200070012-9 

ADMINISTRATIVE-INTERNAL USE ONLY 





